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DELEGATES  to  Oregon's  AFL-CIO  state  convention  in  Pendleton, 
while  adhering  generally  to  the  national  organization's  policy 
favoring  federal  development  of  major  river  projects,  backed 
away  from  sponsorship  of  any  future  legislation  to  establish 
an  Oregon  State  Power  Commission.  The  new  policy  statement 
adopted  departs  from  the  1958  convention  position. 

The  1960  power  committee  report,  which  IBEW  representa¬ 
tives  helped  to  shape,  was  adopted  unanimously  by  the  conven¬ 
tion.  It  provides  that  the  Oregon  AFL-CIO  "not  prepare  or 
sponsor"  bills  proposing  a  State  Power  Commission  at  the  1961 
or  future  legislative  sessions.  Should  others  put  forward 
such  a  bill,  the  group  said  it  "must  contain  provisions  to 
guarantee  the  right  of  collective  bargaining  by  employees  of 
the  commission  and  provide  for  final  and  binding  arbitration 
on  wage  disputes  and  grievances."  It  further  required  that 
"such  legislation  must  contain  a  provision  that  the  foregoing 
protections  to  organized  labor  shall  not  be  separable  from  the 
entire  act,  in  the  event  they  are  later  declared  to  be  uncon¬ 
stitutional.  " 

Delegates  elected  not  to  endorse  either  the  Nez  Perce  or 
the  Mountain  Sheep  projects.  They  were  opposed  to  proposed 
intertie  between  BPA  and  California  unless  Congress  guarantees 
the  plan  will  never  give  California  users  a  preference  posi¬ 
tion  over  Oregon  customers  and  that  the  interchange  would  in¬ 
volve  only  power  that  is  surplus  to  the  Northwest. 

REVERSED — Hawaiian  Electric  Co.  has  acquired  a  445-acre  site 
in  Kaho  Valley,  outside  Honolulu,  for  an  atomic  power  plant 
site.  State  Circuit  Judge  Frank  A.  McKinley  has  reversed  his 
earlier  order  limiting  the  utility  to  an  83-acre  conventional 
plant  site  and  has  allowed  condemnation  of  the  larger  tract 
for  a  total  of  $2  million,  including  |485,500  already  paid  for 
the  83  acres.  In  the  agreed  final  settlement,  Heco  says  it 
will  build  a  conventional  ^19  million,  82,500-kw  plant  on  the 
original  site  by  1963  and  will  start  about  1963  to  build  a 
100,000-kw  atomic  plant  that  it  hopes  to  have  in  operation 
around  1967. 

PURCHASE  PROPOSAL  STUDIED — Proposal  for  purchase  of  Pacific 
Power  &  Light  Co.'s  Portland  facilities  by  the  city  was  re¬ 
ferred  to  a  special  committee  by  Mayor  Terry  Schrunk.  Made  by 
United  Business  Associates  Inc.,  the  proposal  is  based  on  a 
purchase  option  clause  in  the  utility's  franchise.  PP&L  fa¬ 
cilities  might  cost  from  $35  to  $50  million,  according  to  Max 
R.  Martin,  UBA  executive  secretary.  About  60%  of  Portland  is 
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Organized  only  two  years  ago,  the  System  Protection 
Committee  has  established  itself  as  one  of  the  most  valuable  and 
respected  working  units  in  P.C.E.A. 

The  creation  of  this  committee  filled  a  need  for  a  common 
meeting  ground  for  the  exchange  of  ideas  and  discussion  of  the 
specialized  problems  that  challenge  system  protection  engineers. 
These  engineers  are  charged  with  maintaining  the  transmission 
and  distribution  of  electricity  in  the  most  economical  and 
dependable  way  possible. 

As  a  continuing  activity,  the  System  Protection  Committee: 

•  correlates  system  design  factors  with  relaying  limitations  for 
efficient  and  sound  operating  results. 

•  investigates  the  application  and  operation  of  relays  and  devices 
to  1)  sense  failure  or  troubles  and  2)  start  actions  to  restore 
service  or  curtail  damage  to  the  system. 

•  evaluates  new  developments  and  future  possibilities  of  static 
devices  employing  transistors  in  protective  relays. 

In  simple  lay  language  System  Protection  Engineers  to 
a  large  extent  help  maintain  the  high  standard  of  electric  service 
people  take  for  granted. 


Questions  and  suggestions  on  any  PCEA  activity  are  invited. 
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served  by  PGE,  which  does  not  have  a  similar  option  in  its 
franchise. 

Del  Bucknum,  UBA  president,  charged  that  residential  elec¬ 
tric  rates  average  10  to  30%  higher  in  Portland  than  in  other 
cities  from  Eugene  to  Seattle  and  that  commercial  rates  are 
40%  above  average. 

PP&L  President  D.  R.  McClung  said  that  Portland  electric 
rates  are  among  the  nation's  lowest,  pointed  out  that  the 
franchise  is  bringing  the  city  $226,000  annually  and  that  an 
additional  $971,000  a  year  is  being  paid  by  the  company  in 
real  and  personal  property  taxes  to  the  city  and  county. 

"Every  taxpayer  in  the  community  should  be  alarmed  at  any  pro¬ 
posal  to  take  these  properties  off  the  tax  rolls  in  these 
times,"  he  said. 

EXPANSION  of  three  power  plants  at  a  cost  of  $62,197,000  is 
included  in  applications  filed  by  Pacific  Gas  and  Electric  Co. 
before  the  California  PUC.  Scheduled  for  completion  in  late 
1962  or  early  1963,  they  involve  replacement  of  DeSabla  and 
Stanislaus  power  houses  and  addition  of  a  third  unit  at  Morrow 
Bay  power  plant. 

ALL  ALIKE — Proposed  legislation  which  would  tax  all  electric 
utilities  on  the  same  basis  is  being  drafted  by  the  subcommit¬ 
tee  on  revenue  and  taxation  of  the  Washington  State  Legisla¬ 
tive  Council,  for  possible  submission  to  the  1961  legislature. 
The  proposals  call  for  exemption  of  private  electric  utilities 
and  REAs  from  the  property  tax  and  imposition  of  a  tax  in  the 
amount  of  5%  of  receipts  from  sale  of  electric  energy  to  apply 
to  private  companies,  REAs  and  municipal  utilities.  Proceeds 
would  go  to  the  county  in  which  the  utility  has  property, 
sales  or  personnel  and  then  would  be  allocated  to  all  govern¬ 
mental  units  in  each  county. 

The  proposed  bill  would  allow  cities  to  impose  their  own 
taxes  in  addition  to  the  5%  state  levy  but  this  would  be  dif¬ 
ficult,  at  least  in  Tacoma,  where  the  city  charter  states  that 
the  city's  gross  earnings  tax  "shall  not  be  disproportionate 
to  the  amount  of  taxes  the  utility  would  pay  if  privately 
owned  and  operated." 

A  SUIT  asking  that  Park  Electric  Cooperative  be  restrained 
from  serving  areas  within  Livingston  city  limits  was  filed 
Aug.  1  in  district  court  by  Montana  Power  Co.  The  complaint 
says  the  co-op  holds  a  franchise  to  supply  electric  energy  to 
rural  areas  only  where  service  is  not  otherwise  available, 
that  Montana  Power  is  providing  such  service  under  city 
license. 

TAXES  UP — Utility  assessments  for  the  1960-61  tax  year  have 
been  set  by  the  California  State  Board  of  Equalization  at  a 
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record  high  of  $3,784,455,410,  including  a  total  of  $2,090,- 
338,550  for  gas  and  electric  companies.  The  gain  is  $144,- 
576,690  over  last  year.  Pacific  Gas  and  Electric  Co.,  which 
leads  the  group  with  $1,063,000,000,  has  protested  its  assess¬ 
ment  but  the  Board  of  Equalization  has  indicated  it  will  re¬ 
ject  the  protest. 

CONSOLIDATION  of  Hubbard's  Electrical  Engineers  Equipment  Di¬ 
vision  and  the  James  R.  Kearney  Corp.  was  announced  by  Charles 
Wenner,  Kearney  president,  and  John  R.  Morrill,  president  of 
Hubbard  &  Co. 

WHO  WANTS  TO  GO  TO  THE  ISLANDS?  Hilo  Electric  Co.  has  written 
us  that  it  has  an  opening  for  a  home  service  director  begin¬ 
ning  about  Sept.  1.  To  qualify  the  applicant  must  be  a  grad¬ 
uate  home  economist,  who  will  take  complete  charge  of  the  Home 
Service  Department.  Applications  should  be  sent  to  D.  W. 

Rose,  Administrative  Assistant,  stating  experience  and  other 
qualifications.  The  address  is  P.  0.  Box  1027,  Hilo,  Hawaii. 

CHARLES  J.  FOEHN  has  been  selected  by  President  Gordon  Freeman 
and  the  executive  council  of  International  Brotherhood  of 
Electrical  Workers  as  international  vice-president  for  Dis¬ 
trict  9,  the  Western  states,  to  succeed  the  late  Oscar  Harbak. 
He  has  been  business  manager  of  Local  No.  6,  San  Francisco, 
for  many  years  and  a  member  of  the  executive  council  repre¬ 
senting  the  West.  (Watch  for  interview  with  him  next  issue.) 

CALIFORNIA'S  REGISTRAR  OF  CONTRACTORS  has  been  appointed  by 
the  state  contractors  licensing  board  after  lengthy  consulta¬ 
tions  with  Gov.  Edmund  G.  Brown.  John  E.  Chadwick,  manager  of 
the  northern  and  central  California  chapter  of  Associated  Gen¬ 
eral  Contractors  in  Sacramento  since  1957,  was  selected.  He 
will  take  the  place  of  Edward  W.  Ford,  over  whom  there  was  a 
controversy  after  his  removal  by  Vincent  S.  Dalsimer,  director 
of  state  department  of  professional  and  vocational  standards. 

UTAH'S  DEPARTMENT  OF  CONTRACTORS  transferred  Ennis  Hendricksen 
from  field  inspector  to  assistant  administrator  under  John  H. 
Chase,  administrator,  effective  July  16.  Hendricksen,  a  na¬ 
tive  of  Utah,  has  had  extensive  experience  in  construction 
work  and,  for  12  years  prior  to  Joining  the  department,  owned 
his  own  general  contracting  business.  Donald  B.  Hadley,  for¬ 
mer  assistant  administrator,  is  now  staff  accountant  with 
Ernst  &  Ernst. 

INDUSTRY  SHOW — A  1961  Northern  California  Electrical  Industry 
Show  has  been  announced  by  the  Electrical  Maintenance  Engi¬ 
neers'  Assn,  of  Northern  California  Inc.,  to  be  held  at  Brooks 
Hall,  San  Francisco,  April  5-9.  K.  B.  Rymer,  manager  of  ap¬ 
paratus  service  shops.  General  Electric  Co.,  and  D.  J.  Miller, 
superintendent  of  shops.  Pacific  Gas  and  Electric  Co.,  are  the 
co-chairmen  of  the  show  committee,  according  to  J.  J.  Single- 
ton,  president,  who  is  superintendent  of  the  electrical  de¬ 
partment  of  Pacific  States  Steel  Corp.  at  Union  City. 

INTERMOUNTAIN  CHAPTER,  NECA,  had  its  annual  membership  meeting 
at  World  Motor  Hotel,  Salt  Lake  City,  July  15-16;  elected  Er¬ 
nest  Forsberg  of  Wasatch  Electric  Co.  as  its  president,  M.  C. 
Aude  of  Delta  Electric  Sales  &  Service,  Delta,  Colo.,  vice- 
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president,  and  Jack  Laub  of  Cache  Valley  Electric  Co.,  Logan, 
officers  for  the  new  year.  Electric  heating,  inspection  and 
interdependence  were  the  major  topics  at  the  two  general  ses¬ 
sions  on  Saturday. 

SAM  ROSCH,  prophet  of  the  future  in  the  electrical  industry, 
will  be  the  featured  speaker  at  the  Northwestern  Section,  In¬ 
ternational  Association  of  Electrical  Inspectors,  annual  meet¬ 
ing  at  the  Sheraton-Portland  Hotel,  Sept.  12-14.  Protection 
of  ballasts  for  fluorescent  lamps  will  be  another  major  topic 
with  George  E.  Pieper  of  Metals  &  Controls  and  R.  R.  Harlow  of 
General  Electric  Co.  speaking,  respectively,  for  thermistor 
and  fuse  protection. 

A  UNIFORM  WIRING  CODE,  designed  to  be  adopted  by  all  of  the 
municipalities  and  counties  in  southern  California,  has  been 
in  preparation  by  a  committee  of  the  Southern  California  Chap¬ 
ter,  lAEI,  headed  by  Barney  Alverson  of  San  Bernardino. 

Copies  of  it  were  mimeographed  by  Southern  California  Edison 
Co.  and  distributed  at  the  July  20  meeting  of  the  chapter  in 
Santa  Barbara.  Members  are  studying  the  draft  for  omissions 
and  typographical  errors  before  action  at  the  next  meeting 
scheduled  in  November. 

NATIONAL  ELECTRICAL  WEEK  for  1961  has  a  new  national  chairman 
in  Harold  A.  Webster,  president  of  National  Electrical  Con¬ 
tractors  Assn.  He  succeeds  N.  J.  MacDonald,  president  of 
Thomas  Sc  Betts  Co.,  who  is  president  of  National  Electrical 
Manufacturers  Assn.  Webster  has  served  as  treasurer  of  the 
committee  since  its  formation  in  1956. 

APPOINTED  acting  assistant  executive  vice-^president  of  NECA  is 
Robert  L.  Higgins,  who  at  one  time  was  a  field  representative 
in  the  District  6  Far  West  area  and  who  will  replace  S.  J. 

Crist iano,  who  has  served  part  time  in  the  capacity  and  re¬ 
turns  as  field  director  for  eastern  region.  New  York. 

JURISDICTION  is  the  big  hassle  these  days  in  labor  unions  as 
the  functions  of  industry  cross  over  traditional  borderlines. 

It  is  one  of  the  major  problems  coming  up  in  a  meeting  of  the 
AFL-CIO  committee  on  Jurisdiction.  Some  of  the  major  causes 
of  trouble  have  been  the  prime  contracts  to  large  weapons  sys¬ 
tems  producers  where  work  has  been  tied  up  at  missile  bases 
because  of  Jurisdictional  disputes.  U.  S.  Defense  Secretary 
Thomas  Gates  held  a  meeting  at  the  Pentagon  July  29  with  the 
large  construction  firms.  Claims  that  the  U.  S.  defense  pro¬ 
gram  has  been  delayed  because  the  construction  trades  were  not 
engaged  to  make  installations  are  interwoven  in  this  snarled 
situation. 

NONMETALLIC  WATER  PIPING  SYSTEMS  are  increasing  in  use  to  such 
an  extent  that  the  Northern  California  Chapter,  lAEI,  approved 
a  report  of  its  committee  on  grounding  of  services  that  recom¬ 
mended  changes  to  the  National  Electrical  Code.  These  changes 
would  require  bonding  of  all  metallic  interior  piping  systems 
and  building  structural  elements  to  the  service  equipment  and 
would  require  every  electrical  service  water  pipe  ground  to  be 
supplemented  by  a  made  electrode  having  a  resistance  to  ground 
not  to  exceed  5  ohms.  These  will  be  presented  at  the  South¬ 
western  Section  meeting  at  Reno  for  approval  there. 
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From  the  Desk  of  Georp.e  Brunzell,  President 
Northwest  Electric  Light  &  Power  Assn. 

NELPA's  53rd  annual  meeting  to  be  held  at  Glacier  Park  Lodge, 
Sept.  7-9,  promises  to  be  one  of  NELPA's  best.  General 
Chairman  H.  C,  Glaze,  General  Electric  Co.,  Spokane,  is  doing 
an  admirable  job  of  directing  his  committee  to  assure  that 
all  in  attendance  will  have  a  most  enjoyable  time.  The  at¬ 
mosphere  of  splendor  that  surrounds  Glacier  Park  Lodge  pro¬ 
vides  a  relaxing  setting  for  the  meeting.  Program  Chairman 
A1  Trimble,  vice-president  of  Pacific  Power,  has  formulated 
a  program  that  will  see  nationally  prominent  speakers  dis¬ 
cuss  important  phases  of  the  electrical  industry  as  we  meet 
the  "Challenge  of  the  '60s."  A  highlight  will  be  the  Company 
Presidents'  Panel,  with  seven  top  Northwest  executives  dis¬ 
cussing  important  issues,  followed  by  a  question  period. 

Chuck  Hochgesang,  editor  of  Electrical  World,  will  be 
moderator. 

Newly  appointed  section  chairmen  are  under  way  with  conference 
planning.  These  chairmen,  with  conference  dates: 

Engineering  &  Operation  Section.  Waldo  Enns,  PGE,  chairman. 
Personnel  &  Safety  Section,  Robert  Sessions,  Idaho  Power, 
chairman,  April  26-28,  1961,  Sheraton-Portland  Hotel,  Port¬ 
land;  Accounting  &  Business  Practice  Section.  W.  H.  Prentice, 
Copco,  chairman.  May  24-26,  Medford  Country  Club,  Medford, 

Ore.;  54th  Annual  Meeting,  Sept.  20-22,  Sheraton-Portland 
Hotel,  Portland;  Business  Development  Section.  Darcie  White, 
Utah  Power,  chairman,  Oct.  16-18,  Davenport  Hotel,  Spokane. 

B.  J.  Gadeholt,  PP&L,  has  been  reappointed  chairman  of  the 
Rate  Research  Committee  and  Fritz  Cochrane,  Idaho  Power,  will 
head  the  Public  Relations  and  Advertising  Committee.  These 
two  committees  meet  jointly  with  the  Business  Development 
Section.  Purchasing  &  Stores  Committee  meets  with  the  E&O 
Section  and  will  be  chairmanned  by  Hollie  Skillin,  PGE. 

The  Business  Development  Section  has  been  undergoing  some 
organizational  changes.  The  first  change  was  to  move  the 
conference  from  May  to  October.  This  provides  the  sales  ex¬ 
ecutives  an  opportunity  to  meet  and  exchange  ideas  at  the 
time  they  are  formulating  their  programs  for  the  following 
year.  This  will  allow  budgeting  for  new  ideas,  determined 
to  be  included  in  the  next  year's  program,  and  will  also  per¬ 
mit  better  utility-dealer  coordination.  The  section  is  also 
establishing  some  committees  that  will  operate  in  specific 
fields  under  the  Electric  Home  Bureau  and  the  Industrial  and 
Commercial  Bureau.  The  actual  committees  to  be  established 
will  be  determined  at  the  Guidance  Committee  meeting  to  be 
held  Sept.  7  in  conjunction  with  the  annual  meeting. 

The  continued  growth  of  class  B  memberships  in  NELPA  is  grat¬ 
ifying.  It  is  a  pleasure  to  welcome  the  following:  Aluminum 
Co.  of  Canada  Ltd.,  E.  W.  McKernan,  manager  power  operations, 
Kitimat,  B.  C. ;  Appliance  Building  Co.  Inc.,  J.  E.  Brown,  man¬ 
ager,  Seattle;  Continental  Illinois  National  Bank  &  Trust  Co. 
of  Chicago,  Eugene  Holland  Jr.,  vice-president,  Chicago; 
Motorola  Communications  &  Electronics  Inc.,  D.  G.  Larson, 
district  representative,  Portland;  Westinghouse  Appliance 
Sales,  Arnold  E.  Last,  district  manager,  Portland;  and  the 
Sorg  Printing  Co.  Inc.,  J.  Jay  Devitt,  vice-president.  New 
York  City. 
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CABLE  SYS 


Requires  no  separate 'Dnct  ortConfii! 
in  any  environment  \  M 


The  revolutionary  C-L-X  Continuous,  Corrugated,  Light¬ 
weight,  metallic  sheath,  that  Simplex  introduced  to  this 
country  two  years  ago,  is  now  available  in  Aluminum, 
Copper  or  Bronze  as  well  as  the  enormously  successful  Steel. 

Simplex  C-L-X  pliable  cable  systems  provide  unexcelled 
ease  of  installation  and  mechanical  protection. 

The  corrugated  metal  sheath  combines  pliability  for  ease  of 
installation  with  very  great  strength  and  seals  the  cable  against 
penetration  by  oil,  chemicals  and  moisture. 

Dejjending  on  the  environmental  conditions  of  the  instal¬ 
lation,  these  |>ower,  control  and  communication  cable  systems 
can  be  furnished  with  or  without  plastic  jacketing. 

Light,  and  pliable,  C-L-X  cables  are  easily  installed,  and 
require  no  s|)ecial  reels. 

Now,  with  corrugated  Aluminum,  Copper  or  Bronze 
sheathed  C-L-X  cable  systems,  the  low  resistance  of  these 
metals  permits  designs  where  the  sheath  may  be  used  as  a  neu¬ 
tral  or  ground.  These  metals  also  permit  the  use  of  single  as 
well  as  multiconductor  cable  assemblies  in  a-c  power  systems. 

For  complete  details  on  C-L-X  sheathed  cables,  contact 
your  Simplex  Engineer,  or  write  direct. 


Ununul  pliability  of  C-L-X 
Shaathed  Cables  ia  shown  here 
as  the  cable  ia  being  installed. 
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79  Sidney  Street,  Cambridge,  Massachusetts 
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Check  the  12  features  (shown  above  in  cutaway  *•  Exclusive  keeper  top  rail  rides  under  clamp  body, 

view)  of  Anderson’s  new  AH  (aluminum)  and  prevents  relaxing  cantilever  action  on  keeper. 

BH  (bronze)  Dura-TAP  hot  line  clamps.  They’re  a'**'*®  '“0  keeper  stabilization. 

12  sound  reasons  why  you  should  specify  these  ® 

won  t  relax  clamps  for  your  next  installation.  g  Extended  body  rail  seats  in  any  standard  hot  line 

stickhead. 

1.  Extended  “beak"  guides  clamp  onto  conductor,  min-  10.  Extra  strong  eyestem— will  withstand  Mercurous  Ni- 

imizes  arcing.  trate  test. 

2.  Semi-elliptical  groove  provides  surer  contact  and  Eyebolt  housing  is  part  of  main  casting  for  minimum 

wedging.  resistance. 

3.  Special  guide  positions  conductor  in  groove.  ^2.  Eyebolt  designed  to  withstand  seasonal  cracking, 

stress  corrosion. 

4.  Protected  threads— prevents  freezing  of  moveable 

parts  and  "seizing"  of  threaded  members.  AH  and  BH  each  available  in  three  sizes  to  cover 

5.  High  compression  spring  insures  full  contact  at  all  popular  conductor  ranges.  AH  may  also  be 

times.  ordered  plated  for  general  purpose  use. 
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